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WRA BOOKSHELVES 


Bookshelf #1 

TDC Smoking Issues Status Books: (1993) 

Vol. I " Advertising & Promotion 

Vol. II Retailing 

Vol. Ill Fiscal 

Vol. IV Packaging 

Vol. V Product Information 

Vol. VI Public Smoking 

The Tobacco Industry 1994 (book) 

The Tobacco Industry 1995 (book) 

Tobacco 1996 Buyers' Guide & Directory (book) 

Philip Morris Europe S.A. (brochure) 

Philip Morris Information (March 1993) (brochure) 

Philip Morris Information (1993) (brochure) 

Philip Morris Information (1995/96) (brochure) 

Tobacco Reporter 1995/96 (magazine) 

Tobacco International 1995/96 (magazine) 

Philip Morris Companies Inc., The Environment: 

Our Principles and actions ( Brochure: multiple copies) 

Tobacco Control (Quarterly) 1995 (magazine) 

TDC Infotopics (newsletter) (1995/96) 

TDC: World Taxation and Price Guide (1996) 

TDC SISB Global Overview: Nov. 1995 

The Canadian Tobacco Manufacturers Council (CTMC): "The Tobacco File" 
(Quarterly newsletter) 1995-1996 

The Confederation of European Manufacturers Ltd. (CECCM) newsletter: "The 
News of Equilibrium" 1995/96 

"Diversity: Business Rationale and Strategies" A Research Report by the Conference 
Board" (booklet) 

"The Fight for Public Health, Principles & Practices of Media Advocacy," by Simon 
Chapman and Deborah Lupton, published by BMJ, 1994. (book) 
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Washington Reports 1995/96 

Leadership Directories Inc.: 

Federal Yellow Book, Winter 1996 
Congressional Yellow Book, Winter 1996 
Corporate Yellow Book, Winter 1996 
State Yellow Book, Winter 1996 
News Media Yellow Book, Winter 1996 
Law Firms Yellow Book, Winter 1996 
Judicial Yellow Book, Fall 1995 
Municipal Yellow book, Winter 1996 
Associations Yellow Book, Winter 1996 


Books: 

Smoking and Society, Robert D. Tollison 

Smoking and the State, Robert D. Tollison & Richard E. Wagner 

The Economics of Smoking, Robert D. Tollison & Richard E. Wagner 

The State of Health Atlas, Judith MacKay 

Private Solutions to Public Problems, Editor: Cristian Larroulet 

Smoking Policy: Law, Politics & Culture, Robert L. Rabin, Stephen D. 

Sugarman 

Epidemiology of Lung Cancer, Vol. 74 

European Union Environmental Law, Charles Lister 

Magazines/Newsletters: 

WRA Current Development Reports 
PM FYI'S, 1996 

EPA Watch Newsletters 1992-1995 
EPA Watch Newsletters 1996 

The Economist 1995-1996 (magazine) 

Consumer's Research 1995 (magazine) 

New England Journal of Medicine 1996 (magazine) 

International Journal of Epidemiology 1996 (magazine) 

American Journal of Epidemiology 1996 (magazine) 

Indoor Air 1996 (magazine) 
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Journal of National Cancer Institute 1996 (magazine) 

Environmental Health Perspectives 1996 (magazine) 

American Journal of Public Health 1996 (magazine) 

Journal of the American Medical Association 1996 (magazine) 

Cancer: Causes & Control 1996 (magazine) 

Science 1996 (magazine) 

Journal of Smoking Related Disorders 1996 (magazine) 

Binder: Public Opinion Polls on ETS, 1996 Compilation 

Binder Scientific Studies and Rebuttals 1992-1994 : 

BIBLIOGRAPHY OF SCIENTIFIC STUDY REVIEWS AND 
RELATED MATERIALS 1992-1994 

1. George L. Carlo, et al.: "The Interplay of Science, Values, and 
Experiences Among Scientists Asked to Evaluate the Hazards of Dioxin, 
Radon, and Environmental Tobacco Smoke" Risk Analysis. Vol. 12, No. 1, 
1992 

- Study 

• 2. Richard Peto, Alan D. Lopez, et al.: "Mortality from Tobacco in 
Developed Countries: Indirect Estimation from National Vital Statistics," 
The Lancet. Vol. 339: 

May 23,1992 

- Response Points 

- Study 

3. Heather Stockwell, et al.: "Environmental Tobacco Smoke and Lung 
Cancer Risk in Non-smoking Women," Tournal of the National Cancer 
Institute. Vol. 84, No. 18, September 16, 1992 

- Response Points 

- Study 

4. Dimitrios Trichopoulos, et al.: "Active and Passive Smoking and 
Pathological Indicators of Lung Cancer Risk in an Autopsy Study," Tournal of 
the American Medical Association. Vol. 268, No. 13, October 7,1992 
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- Response Points 

- Study 

5. Ross C. Brownson, Michael C. R. Alavanja, et al.: "Passive Smoking and 
Lung Cancer in Non-smoking Women," American Tournal of Public Health. 82, 11, 
1992 


- Response Points 

- Study 

- One Page Summary 

6. Kenneth C. Schoendorf and J. Kiely: "Relationship of Sudden Infant 
Death Syndrome to Maternal Smoking During and After Pregnancy," 
Pediatrics. Vol. 90, No. 6 December 1992 

- Response Points 

- News Article 

7. Stanton A. Glantz, et al.: "Passive Smoking Increases Experimental 
Atherosclerosis in Cholestrol-Fed Rabbits," Tournal of the American College 
of Cardiology. Vol. 21, No. 1, January 1993 

- Response Points 

- Study 

- News Article 


8. S. Katharine Hammond, et al.: "Relationship Between Environmental 
Tobacco Smoke Exposure and Carcinogen-Hemoglobin Adduct Levels in Non 
Smokers," Tournal of the National Cancer Institute. Vol. 85, No. 6, March 17, 
1993 


- Response Points 

- Study 

9. Centers for Disease Control: "Preliminary Data: Exposure of Persons 
aged 24 years to Tobacco Smoke - United States 1988-91 Centers for Disease 
Control," ETS/IAQ Report, Issue 40 discussion of preliminary report of the 
Third National Health and Nutrition Examination Survey (NHANES III), 
1993 


- Scientific description of preliminary study 

- Numerous news articles 

- Swedish news article 

- MMWR Review 
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- Response Points 

- Critique 

10. Barbara A. Chilmonczyk, et.al.: "Association Between Exposure to 
Environmental Tobacco Smoke and Exacerbation of Asthma in Children," 
The New England Tournal of Medicine. Vol. 328 No. 23, June 10, 1993 

- Response Points 

- Study 

- News Article 

11. Edward F. Domino, et. al.: "The Nicotine Content of Common 
Vegetables," The New England Tournal of Medicine, Vol. 329. No. 6, August 5, 
1993 


- Scientific Editorial 

- New Articles 

12. Michael Siegel: "Smoking and Leukemia: Evaluation of a Causal 
Hypothesis," American Tournal of Epidemiology. Vol 138, No 1. July 1,1993 

- Study 

- News Article 

13. T.D. Sterling, et al.: "Risk Attribution and Tobacco - Related Death," 
American Tournal of Epidemiology. Vol. 138. No. 2, 1993 

- Study 

- Review 

- News Articles 

14. Michael Siegel. "Involuntary Smoking in the Restaurant Workplace: 
A Review of Employee Exposure and Health Effects," Tournal of the 
American Medical Association. Vol. 270 No. 4, July 28, 1993 

- Response Points 

- Study 

- News Article 

- Ltes 

- S&T Review 

- SH&B Review 
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15. Anne-Louise Ponsonby, et al.: "Factors Potentiating the Risk of Sudden 
Infant Death Syndrome Associated with the Prone Position," New England 
Tournal of Medicine, Vol. 329. No. 6, Aug. 5, 1993 


-Response Points 

- Briefing Paper 

- News Articles 

- Study 

16. G. Koren, et al.: "Hair Concentrations of Nicotine and Cotinine in 
Active, Passive and Non Smoking Women and their New Born Infants," 
Tournal of the American Medical Association. Vol. 271, No. 8, February 23, 
1994 


- Response Points 

- News Articles 

- Study (pre-print) 

17. Fu-Lin Wang, et al.: "Childhood and Adolescent Passive Smoking and 
the Risk of Female Lung Cancer," International Tournal of Epidemiology, 
Vol. 23, 1994 


- Response Points 

- Page 1 of Study 

- News Article 


18. E.T.H. Fontham, et al.: "Environmental Tobacco Smoke and Lung 
Cancer in Non-Smoking Women: A Multi-Center Study" Tournal of the 
American Medical Association. Vol. 271, No. 22, June 8, 1994 

- Briefing Paper 

- Response Points 

- Study 

19. A. Judson Wells: "Passive Smoking as a Cause of Heart Disease," 
Tournal of the American College of Cardiology. Vol. 24, No. 2, August 1994 

- Response Points 

- Study 

- News Article 
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20. Richard Peto, Richard Doll, et al.: "Mortality from Smoking in 
Developed Countries 1950-2000," Joint publication of the Imperial Cancer 
Research Fund and the World Health Organization, September 19, 1994 

- TDC Alert 

- Study Press Release 

- News Articles 

21. F.G. Crawford, et al.: "Biomarkers of Environmental Tobacco Smoke 
in Preschool Children and their Mothers," Tournal of National Cancer 
Institute. Vol. 86, No. 18, September 21,1994 

- Response Points 

- Page 1 of Study 

- News Articles 

22. Richard Peto, et.al.: "Mortality in Relation to Smoking: 40 Years 
Observations on Male British Doctors," British Medical Tournal. Vol. 309, 
October 8,1994 

- Response Points 

23. J. Tredaniel, et al.: "Exposure to Passive Smoking Pregnancy and 
Childhood, and Cancer Risk: The Epidemological Evidence," Pediatric and 
Perinatal Epidemologv Vol. 8, 1994 

- Response Points 

- Study 

24. J. Tredaniel, et al.: "Exposure to Environmental Tobacco Smoke and 
Risk of Lung Cancer: The Epidemological Evidence," European Respiratory 
Tournal. Vol. 7, 1994 

- Response Points 

- Study 

Binder Scientific Study Reviews 1995: 

BIBLIOGRAPHY O F SCIENTIFIC STUDY REVIEWS AND 
RELATED MATERIALS 1995 
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1. Klonoff-Cohen, H.S., et al: "The Effect of Passive Smoking and 
Tobacco Exposure Through Breast Milk on Sudden Infant Death Syndrome/' 
Tournal of the American Medical Association, (273)(10) pp. 795-798 March 8, 
1995 

- Discussion Points 

- Study 

- News Articles 

2. Diez-Roux, A.V., et al: "The Relationship of Active and Passive 
Smoking to Carotid Atherosclerosis 12-14 Years Later/' Preventive Medicine. 
24,48-55 March 1995 

- Discussion Points 

- Study 

3. Riboli, E., et al: "Misclassification of Smoking Status Among Women 
in Relation to Exposure to Environmental Tobacco Smoke," European 
Respiratory Tournal. 1995, pp. 285-290 

' - Discussion Points 

- Study 

4. Glantz, Stanton and Parmley, William: "Passive Smoking and Heart 
Disease," Tournal of the American Medical Association (JAMA), April 5, 1995 

- Discussion Points 

- Study 

- News Articles 

5. DiFranza, J.R. and Lew, R.A.: "Effect of Maternal Cigarette Smoking on 
Pregnancy Complications of Sudden Infant Death Syndrome," Tournal of 
Family Practice. April 1995 

- Discussion Points 

- Study 

- News Articles 

6. Bayard, Steven and Jinot, Jennifer: "Environmental Tobacco Smoke," 
for an update and revision of Air Quality Guidelines for Europe. WHO, 
European Centre for Environment and Health, May 1995 

- Summary (long and short versions) 
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- Draft Report 


7. Siegel, M., Husten, C v et al: "Effects of Separately Ventilated Smoking 
Lounges on the Health of Smokers: Is This an Appropriate Public Health 
Policy?" Tobacco Control, 4: 22-29, 1995 

- Discussion Points 

- Study 

8. Cal-EPA-DART ETS Recommendation : Meeting of the Development 
and Reproductive Toxicant Identification Committee, Office of 
Environmental Health Hazard Assessment Science Advisory Board, 
Sacramento, CA, May 12,1995 

- Review Paper 

9. Leuenberger, et al: "Passive Smoking Exposure in Adults and Chronic 
Respiratory Symptoms" (SAPALDIA Study), American Tournal of 
Respiratory and Critical Care Medicine vol. 150, 1994 

- Review 
-Paper 

10. Gross, A.J. and van Leeuwen, F.E.: "Variance and Dissent: 'The Risk of 
Lung Cancer in Nonsmokers in the United States and it's Reported 
Association with Environmental Tobacco Smoke," Tournal of Clinical 
Epidemiology 48: 587-606,1995 

- Reviews of Presentation by A.J. Gross, Dissent by F.E. van 
Leeuwen and Response by A.J. Gross 

- Copies of Presentation by A.J. Gross, Dissent by F.E. van 
Leeuwen and Response by A.J. Gross 

11. Riboli, E., et al: "Validity of Urinary Biomarkers of Exposure to Tobacco 

Smoke Following Prolonged Storage," International Tournal of Epidemiology 
24:354-358,1995 " 

- Discussion Points 

- Study 
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12. Matanoski, et al.: "Characteristics of Nonsmoking Women in 
NHANES I and NHANES II Epidemiologic Follow-up Study with Exposure 
to Spouses Who Smoke," American Tournal of Epidemiology. Vol. 142, No 
2,1995 


- Discussion Points 

- Study 

- News Article 

13. Kabat, et al.: "Relation Between Exposure to Environmental Tobacco 
Smoke and Lung Cancer in Lifetime Nonsmokers," American Tournal of 
Epidemiology, Vol. 142, No. 2,1995 

- Discussion Points 

- Study 

14. Chen, et al.: "Case-Control Study of Passive Smoking and the Risk of 

Small-for-Gestational-Age at Term," American Tournal of Epidemiology. 
Vol. 142, No. 2,1995 “ ~ 

- Discussion Points 

- Study 

15. Bakoula, C.G., et al: "Objective Passive Smoking Indicators and 
Respiratory Morbidity in Young Children," The Lancet. 346: 280-281, 1995 

- Discussion Points 

- Study 

16. Di Benedetto, Guiseppe: "Passive Smoking in Childhood," Tournal of 
the Royal Society of Health. 115 (1), 13-16,1995 

- Discussion Points 

- Study 

17. Puntoni, R., et al: "Mathematical Modelling in Risk/Exposure of 
Tobacco Related Lung Cancer," Carcinogenesis. 16 (7): 1465-1471, 1995 

- Discussion Points 

- Study 
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18. Emmons, KM, et al. : "Dietary Intake and Exposure to Environmental 

Tobacco Smoke in a Worksite Population," European Tournal of Clinical 
Nutrition. 49:336-345, 1995 ' 

- Discussion Points 

- Study 

19. Peto, et al.:"Cigarette Smoking, Tar Yields, and Non-fatal Myocardial 
Infarction: 14, 000 Cases and 32,000 Controls in the United Kingdom," British 
Medical Tournal. 311(7003)471-477, 1995. 

- Discussion Points 

- Study 

- Numerous News Articles 

20. Hammond, et al.: "Occupational Exposure to Environmental Tobacco 
Smoke," the Tournal of the American Medical Association (JAMA), Vol 274, 
No. 12, September 27, 1995. 

- Discussion Points 

- Study 

- Numerous News Articles 

21. Haglund et al.: "Sudden Infant Death Syndrome in Sweden, 1983-1990: 
Season at Death, Age at Death, and Maternal Smoking,"the American Tournal 
of Epidemiology. Vol. 142, No. 6,1995. 

- Discussion Points 

- Study 

22. McGhee, et al: "Nicotine Enhancement of Fast Synaptic Transmission 
in CNS by Presynaptic Receptors," Science 269: 1692-1695 

- An Executive Summary 

- Talking Points 

- Copy of the Study (best available at this time), and 

- Articles from The Wall Street Journal , The Washington Post 
and Business Wire which report on this study. 

23. Djordevic, et al: "Self-Regulation of Smoking Intensity. Smoke Yields of 
the Low- Nicotine, Low-Tar' Cigarettes," Carcinogenesis. 16:2015-21, 1995 

- An Executive Summary 
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- Talking Points 


24. K. Steindorf, et al: "Lung Cancer Deaths Attributable to Indoor Radon 
Exposure in West Germany," International Tournal of Epidemiology. " 24(3), 485-492, 
1995. 


- S&T internal review (not cleared for external use) 

- Study 

+ 

25. M. E. Wewers, et al.: "Misclassification of Smoking Status Among Southeast 
Asian Adult Immigrants," American Tournal of Respiratory and Critical Care 
Medicine. " 152: 1917-1921, 1995. 

- Talking Points 

- Study 

26. Riboli et al. : "Do the Nonsmoking Daughters of Smokers Tend to 
Marry Smokers? Implications for Epidemiological Research on 
Environmental Tobacco Smoke: The IARC Collaborative Study" Cancer 
Epidemiology. Biomarkers & Prevention. 4 : 821-824, 1995 

- Discussion Points 

- Study 

- External review (not for distribution) 


Binder Scientific Study Reviews 1996: 

BIBLIOGRAPHY O F SCIENTIFIC STUDY REVIEWS AND 
RELATED MATERIALS 1996 


1. Celermajer et al. : "Passive Smoking and Impaired 
Endothelium-Dependent Arterial Dilatation in Healthy Young 
Adults," The New England Tournal of Medicine. 334 (3): 150 -154, 1996; 

- Discussion Points 

- Study 

- News Articles 

2. Shu, et al: "Parental Alcohol Consumption, Cigarette Smoking 
and Risk of Infant Leukemia: A Children's [sic] Cancer Group Study," 
The Tournal of the National Cancer Institute. 88: 24-31, 1996. 
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- Discussion Points 

- Study 

- News Article 

3. Norman, et al: "Childhood Brain Tumors and Exposure to 
Tobacco Smoke," Cancer Epidemiology, Biomarkers & Prevention. 5: 
85-91,1996. 

- Discussion Points 

- Study 

- Background Paper 

4. Norman, et al: "Prenatal Exposure to Tobacco Smoke and 
Childhood Brain tumors: Results from the United States West Coast 
Childhood Brain Tumor Study," Cancer Epidemiology. Biomarkers & 
Prevention, 5: 127-133, 1996. 

- Discussion Points 

- Study 

5. Weaver, et al: "Environmental Tobacco Smoke Exposure in 
Inner-City Children," Cancer Epidemiology, Biomarkers & Prevention. 
5: 135-137,1996. 

- Discussion Points 

- Study 

- Press release 


Bookshelf #2 


Shook, Hardy & Bacon: Reports on Recent ETS and IAQ Developments 
January 1993 - June 1996 

ETS/IAQ Report 

- Index of Scientific Articles, April 1991-December 1995 

- Scientific Article Summons, July 1992-June 1992 

Comments on the 1992 Draft of the ETS Risk Assessment by: 

- Tobacco Institute 

- Philip Morris 

- R.J. Reynolds 

EPA: "Respiratory Health Effects of Passive Smoking: Lung Cancer and other 
Disorders, December 1992 

EPA/600/6-90/006F Respiratory Health Effects of Passive Smoking: Lung 
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Cancer and other Disorders 


EPA Safeguarding the Future: Credible Science, Credible Decisions (Multiple 
Copies) 

Forbes Media Critic feature article: "Passive Reporting On Passive Smoke/' by- 
Jacob Sullum, Summer 1994 (Multiple Copies) 

Brochure on ETS: (Multiple Copies) 

"When it Comes to Environmental Tobacco Smoke, What Does 
the Data Suggest?" - Philip Morris Europe SA 

"When it Comes to Environmental Tobacco Smoke, You May 
Not Have All the Facts" - Philip Morris U.S.A. 

"A Critical Look at the ERA Report on Environments Tobacco 
Smoke" (WRA) 

Philip Morris Companies Inc. 

Bibliography "A Critical Look at the EPA Report on ETS", October 18,1995 
CRS Report and Materials 1994 
Congressional Research Services (CRS) 

"Environmental Tobacco Smoke and Lung Cancer", November 14, 1995 
PM Overview (Multiple Copies) 

"The Health Effects of Passive Smoking" 

The Draft Report of the NHMRC Working Party - Australia 

November 1995:Press clips 
TIA Statement 

Consumers' Research (Multiple Copies) 

July 1991 

"Passive Smoking: How Great a Hazard?", April 1992 
"Does Passive Smoking Harm Your Heart?" 

National Review, May 16, 1994 (Multiple Copies) "Just How Bad is 
Secondhand Smoke?" 

CECCM ETS Materials Brochures: 

March 1993 "Environmental Tobacco Smoke" 
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September 1, 1993 "ETS, Science and Politics" 

February 1994 "Smoking and Commercial Aircraft" 

"ETS, Indoor Air Quality" Submission, September 1993 
ETS: A Summary of the Scientific Literature 

Industry Brochures: 

"Environmental Tobacco Smoke, What are the Facts?" by the Asian tobacco 

Council February 1995 

Tobacco Institute of Japan 

"ETS Answers to the Most Asked Questions" 

PM Asia: 

"ETS: A Perspective Based Upon the Science" 

U.S. Tobacco Institute 
"Smoking Restrictions" 

The Hidden Trust Threat to Public Health 

SH&B compilation: ETS Discussion Points 

Clearing the Air For All (Tobacco Institute of Australia, October 1994) 

Clearing the Air, Robert D. Tollison (book) 

Environmental Tobacco Smoke and Mortality, P.N. Lee, Karger (book) 
Environmental Tobacco Smoke, Edited by A.K. Aimitage (book) 

Choices in Risk Assessment (book) 

Science Without Sense, The Risky Business of Public Health Research, Steven 
Milloy (book) 

Federal Focus: September 1994 

"A Blueprint for Constructing a Credible Environmental Risk Assessment 
Policy" (brochure) 

Compilation: Congressional Research Service Report on ETS distribution by 
Matthew N. Winokur, November 14, 1995 

SH&B ETS ISSUES Binders: 

Chemistry of ETS: "The Chemistry of Tobacco Smoke: Composition and 
Measurement", January 1992, Oakridge National Laboratory 

ETS: Epidemiology and Statistics, September 1993 
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Summary of Comments Concerning Spousal Smoking as a Measure of ETS 
Exposure, February 1995 

ETS: Exposure Issues I, September 1993 

ETS: Exposure Issues II, September 1993 

ETS: Heart Disease, September 1993 

ETS: Respiratory Diseases and Conditions in Non-Smoking Adults and 
Children, Volume I, September 1993 

ETS: Respiratory Diseases and Conditions in Non-Smoking Adults and 
Children, Volume III, September 1993 

ETS: Respiratory Diseases and Conditions in Non-Smoking Adults and 
Children, Volume IV, September 1993 

ETS: Respiratory Diseases and Conditions in Non-Smoking Adults and 
Children, Volume V, September 1993 

ETS: Work Place Smoking Issues, September 1993 

ETS: Lung Cancer, Volume I, September 1993 

ETS: Lung Cancer, Volume II, September 1993 

ETS: Lung Cancer, Volume III, September 1993 

ETS: Lung Cancer, Volume IV, September 1993 

ETS and Airline 

ETS: Exposure Studies: A Review of the Literature, Volume I 

Epidemiology and the Workplace, Volume II 

ETS and the Workplace, Volume III 

ETS and Restaurants, Volume IV 

Scientific Papers on Volatile Organic Compounds 

Scientific Papers Referring to Sick Building Syndrome 

Bookshelf #3 
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Consumer's Research article: "How Federal 'Guesswork' Misleads 
Consumers", January 1995 

Consumer's Research article: "Federal 'Science' Under Fire", May 1993 

Forbes article: "The Health Scare Industry" , August 14, 1995 

Science article: "Epidemiology Faces Its Limits", July 14,1995 

National Review article: "Guide to Pleasure", April 18, 1994 

Time article: "Busy Bodies and Crybabies: What's Happening to the American 
Character", August 21,1991 

The American Spectator article: "Smoke and be Happy", May 1992 
The Apocalyptics by Edith Efron (book) 

Science Under Siege by Michael Fumento (book) 

The Cato Journal, Vol. II, Number 3, published by the Cato Institute (book) 

The Rise of the Nanny State - How Consumer Advocates Try to Run Our 
Lives by Tom Holt (book) 

Fear of Living by Tana Wells (book) 

Health, Lifestyle and Environment: Countering the Panic by Sau Mi ( book) 

The Death of Common Sense by Philip K. Howard (book) 

The Smoking Scare De-Bunked by Dr. William T. Whitby (book) 

WRA ETS and Related Issues Briefing Papers, April 1995, Volume I and II 
(multiple copies) 

Travel in Tolerance - A Guide to Smoker and Non-Smoker Friendly Travel, 
Second Edition, by Marjorie Nicholson and Juliette Wallbridge, 1993 & 1994 

Passport to Smoker's Flights (TI brochure) 

Airline Smoking Restrictions - Unnecessary, Unwarranted Unfair! By the 
Tobacco Institute 9brochure) 

Indoor Air Quality in Asia IAI, April 1993, Proceeding of the International 
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Conference held at the Continental Plaza Hotel, Bangkok, Thailand on 11/28- 
11/29/91 

International Symposium on Lifestyle Factors and Human Lung Cancer, 
December 12-16, 1994 Guangzhou People's Republic of China 

Overview of ETS Cases Not Involving Cigarette Manufacturers, September 2, 
1994 (Shook Hardy & Bacon) 

Potential Impact of a Nationwide Workplace Smoking Ban on International 
Travel to the U.S., October 24, 1994, Price Waterhouse (economic impact 
study) 

Ventilation for a Quality Dining Experience - A Technical Bulletin for 
Restaurant Owners and Managers, by InVironment 

Consulting-Specifying Engineer by InVironment 

"Indoor Air Pollution: Is your Workplace Making You Sick?" 

"Improving Restaurant Ventilation" 

Courtesy and Tolerance - Common Sense Solutions for Smokers and Non- 
Smokers, by Philip Morris Europe S.A., 1995 

Eight Steps to Becoming an Accommodating Restaurant by The 
Accommodation Program 

Fairness Works (Pamphlet) 

Resolving the Workplace Smoking Issue Fairly Isn't Compromise. It's 
leadership. By Philip Morris Incorporated. 

Voluntary actions to accommodate smoking and non-smoking preferences, 
by Hotrec, The Confederation of the National Association of Hotels, 
Restaurants, Cafes and Similar Establishments in the European Economic 
Area. 

The Smoker's Guide to Dining - Lighten Up New York by Michael Leo, 1995 
Smokers' Advocate New York City Dining Guide to Smoker Hospitality 
Philip Morris Pan-European Advocacy Campaign 
Smoking in the Workplace, Philip Morris Corporate Affairs Europe 
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The Workplace Environment Kit, Philip Morris Incorporated 

Smoking in the Workplace - Some Considerations (TI brochure) 

F.A.C.T. Filtered Air Control Technology, Philip Morris Incorporated, 
November 11-12, 1992 (brochure) 

Working Materials Indoor Smoking Options and Alternatives 
ASHRAE 62-1989 Supporting References 

ASHRAE 62-1989 General Ventilation Requirements Based on Odor 
Perception 

Comments of Philip Morris Before the D.C. Division of Industrial Safety and 
Health December 19,1993 

Comments of Philip Morris Before the Maryland OSHA Board, December 1, 
1993 

Comments of Philip Morris Before the Maryland Dept. Of Licensing and 
Regulation Division of Labor and Industry, May 17,1994 

Comments of the Tobacco Institute Before State of Maryland, May 17,1994 

Philip Morris Submission on OSHA's Proposed Rule on Indoor Air Quality 
(59 FR 15968) August 11,1994 

Text of Philip Morris Response to OSHA RF1 Vol. I-II 

OSHA's Proposed Rulemaking on Indoor Air Quality and Indoor Smoking. 
March, April and June 1994 

RJR Comments on OSHA Proposed Rulemaking on Indoor Air (see 
bibliography) 

"The Chemical Composition of ETS: Some comments on the OSHA's Notice 
on Tndoor Air Quality'", A. Rodgman, OSHA 1994 

External Comments on OSHA Proposed Rulemaking on Indoor Air Quality 
(see bibliography) 

"Ameriquotes" Highlights from Testimony Before OSHA on the Science of 
ETS, July 1995 (see bibliography) 

"Euroquotes" Highlights from Testimony Before OSHA on the Science of 
ETS, April 1995 (see bibliography) 
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OSHA's "Meridian Report", 1995 

PM U.S.A. Post-Hearing Submission to OSHA Docket H-122, February 7, 1996, 
Volume I-III and Appendix I-II 

Post-Hearing Briefs regarding OSHA Proposed Rule on IAQ 

- RJ Reynolds 

- Tobacco Institute 
February 9,1996 

OSHA's Proposed Rule on Indoop Air Quality Docket #H-122 Volume I-III, 
February 22, 1996 (SH&B review document) 

Bookshelf #4 


Comments of PM U.S.A. On the Citizens Petitions Filed by Action on 
Smoking or Health and the Coalition on Smoking or Health, September 6, 
1994 

Pack One Presentations - Drug Abuse Advisory Committee Meeting on the 
Abuse Liability of Nicotine Delivered via Cigarettes and other Tobacco 
Products, August 2,1994 and Pack II Supporting Material 

Submission of PM U.S.A. And the American Tobacco Co. to the Drug Abuse 
Advisory Committee in Connection with its Meeting on August 2, 1994 
Volume 1.0 - 3.04 

PM Press Kits April 12,1994 - 599 List Release 

PM Press Kits August 10, 1995 - FDA Threat to Regulate Cigarettes 

PM Press Kits January 2, 1996- Industry Submission to the FDA 

The Pharmacology of Nicotine by Michael J. Rand & Klaus Thurau (book) 

Nicotine, Smoking and the Low Tar Programme by Nicholas Wald and Sir 
Peter Froggatt (book) 

FDA Watch Newsletter (Food & Drug Insider Report), January 31, 1996 - 
November 30, 1995 

Binders: 

PMI Product Integrity Issues Module, Volume I-III 
(see table of contents) 

PM U.S.A. Cigarette Recall Interim Communications Report, May 30, 1995 
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Waxman Synar/Position Papers 

Dept. Of Health & Human Services Food & Drug Administration Analysis 
regarding the FDA's jurisdiction over Nicotine-Containing Cigarettes and 
Smokeless Tobacco Products, Docket #95N-0253J 

Federal Register - Food & Drug Administration 21CFR Part 801, Et AL, Part V 
Dept. Of Health & Human Services, August 11, 1995 

Federal Register - August 11, 1995, Volume 60 #155 

FDA Communications Wrap-Up Report, August 1995 (Complete) 

FDA Communications Wrap-Up Report, August 1995 (Short Version, 
without Broadcast Coverage) 

***************************** 

Copies: Industry Lawsuit Against FDA, August 10,1995 

PM Brochures: 

"FDA Regulation of Cigarettes is Illegal and Unwarranted" 

"The Most Serious Threat the Advertising Community has Ever Faced...The 
FDA's Plan to Regulate Cigarettes" 

"A Grower's Perspective: FDA Regulation of Cigarettes would Change 
Forever the U.S. Tobacco Industry. Let's Keep the FDA off the Farm" 

Documents: 

Comments of the Tobacco Industry: Regulations Restricting the Sale and 
Distribution of Cigarettes and Smokeless Tobacco Products to Protect Children 
and Adolescents; Proposed Rule; Analysis regarding FDA's Jurisdiction Over 
Nicotine-Containing Cigarettes and Smokeless Tobacco Products; Notice, 

Volume I-XII (see also toe 45,000 pp appendix) 

N> 

Comments of Philip Morris Incorporated on FDA's Proposed "Regulations 
Restricting the Sale and Distribution of Cigarettes and Smokeless Tobacco 
Products to Protect Children and Adolescents" and "Analysis regarding FDA's 
Jurisdiction over Nicotine-Containing Cigarettes and Smokeless Tobacco 
Products", January 2,1996 

Comments from the Leo Burnett Co., Inc. to the FDA on "Regulations 
Restricting the Sale and Distribution of Cigarettes and Smokeless Tobacco 
Products to Protect Children and Adolescents", December 1995 
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TI Press Conference, January 2, 1996, Wrap-Up 

Comments of Miller Brewing Co. Regarding Proposed Labeling and 
Advertising Regulations Under the Federal Alcohol Administration Act, 
March 19, 1981 (Before the Bureau of Alcohol, Tobacco and Firearms) 

Comments of Miller Brewing Co. Regarding Notice of Proposed Rulemaking 
Concerning the use of the Word "Light" in the Labeling and Advertising of 
Malt Beverages, November 10, 1986 (Before the Bureau of Alcohol, Tobacco 
and Firearms) 

Supplemental comments of Miller Brewing Co. regarding Reopened 
Comment Period on the Notice of Proposed Rulemaking Concerning the Use 
of the Word "Light" in the Labeling and Advertising of Malt Beverages, 
December 31, 1986 (Before the Bureau of Alcohol, Tobacco and Firearms) 

Comments of Miller Brewing Co. Regarding Notice of Proposed Rulemaking 
Concerning the use of the Word "Light" in the Labeling and Advertising of 
Malt Beverages, November 5, 1988 (Before the Bureau of Alcohol, Tobacco 
and Firearms) 

Comments of Miller Brewing Co. on Proposed Ingredient Labeling 
Regulations (Labeling and Advertising of Malt Beverages), June 4, 1979 
(Before the Bureau of Alcohol, Tobacco and Firearms) 

Memorandum of Miller Brewing Co. In Response to Advance Notice of 
Proposed Rulemaking regarding the Advertising of Malt Beverages, March 
22, 1979 (Before the Bureau of Alcohol, Tobacco and Firearms) 
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WRA FILE INDEX 


ETS 

IAQ 

Air Quality Studies 

Fast Eddie's Billiard Cafe (ad) Accommodating Smokers and 
Non Smokers 

Dilution Ventilation to Accommodate Smoking in Office 
Buildings: A Case Study 
Air Quality Studies 

Environment International, Volume 20, Number 6 

IAQ 

Air Quality Study - U.K. 

U.K. Study Shows Non-Smokers are Exposed to Much Lower 
Levels of Second-Hand Smoke than Commonly Believed 
Hazleton Study - Summary of Known Press Coverage 
Assessment of Personal Exposures to Environmental Tobacco 
Smoke in British Non-Smokers 
Environment International 

IAQ 

ASHRAE 

The Quest for Negligible Health Risk from Indoor Air 
Indoor Air Review 

The Washington Times "EPA Inspector to Explore Charges" 

The Washington Times "Some Questions about Indoor Air" 

A Case Study of the Effectiveness of ASHRAE Standard 62-1989 
to Accommodate Smoking in Office Buildings 
ASHRAE Standard 62-1989 

Memo re RJR Submission to ASHRAE Subcommittee 
Developing Language for Dealing with Smoking in the Revised 
ASHRAE 62 Standard 

ETS 

IAQ 

Radon Gas Act 

Memo re Radon Gas and Indoor Air Quality Research Act - 
x Legislative History 
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IAQ 

Sick Building Syndrome 

Reports of IAQ Problems Not Related to ETS Exposure 
Sunday Lifestyle "If Work Makes You Sick, Then Hold Your 
Breath and Read On..." 

The Washington Post "Is Your Office Out to Get You?" 

The Calgary Sunday Sun "Air Day?" 

IAQ 

Tools for School 

Action Kits 


Source: https://www.industrydocuments.ucsf.edu/docs/tnflOOOO 


2048316389 



IAQ 

Ventilation Options 

Memo re Ventilation Options for Workplace Smoking Policies 
Moderate Indoor Smoking with Adequate Ventilation 

IAQ 

White Papers 

IAQ Primer (Redraft) 

The Indoor Air Quality Issue 

government/al issues 

U.S. Regulatory Reform 
Regulatory Reform 

Bibliography (See attached list #1) 


MARKRETING 

Marketing 

(AAA) Action Against Access 

AAA Kit 

Wall Street Journal "PM Co/s Unveils Plan Aimed at Curbing 
Cigarette Smoking by Minors" 

Wall Street Journal "PM Announce regarding Program to 
Prevent Cigarette Sales to Minors" 

NY Times "PM Seeks to Curb Sales to Young" 

PM Targets Underage Smokers/PM will Target Teen Smokers 
NY Post "Big Mo Moves to Keep Cigarettes from Kids/Newsline 
NY Newsday "Keeping Kids from Butts" and "PM Sets Plan to 
Curb Kid Smokers" 

Richmond Times "Crusade to End Teen Smoking Fails to Satisfy 
Company Critics" 

The Courier-Journal "Retailers Angered by PM Plan on Young 
Smokers" 

San Francisco Examiner "Survey: Tobacco Ads Aim at Kids" 

The Daily Independent "PM Adds Warning about Underage Sale 
to Pack" 

The Daily Independent (Re Cigarette packaging) 

Marketing 

(TPCA) Tobacco Products Control Act 

The Tobacco Decision 1995 

PMI Statement -- Canada Ad Ban Decision 


ETS 

OSHA 

(MOSHA) Maryland Occupational Safety & Health 

A Maryland OSHA Smoking Ban Would be Illegal and 
Unjustified 
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OSHA 


Executive Summary of PM Response to Federal OSHA's RFI on 
Indoor Air Pollutants 

"Will OSHA's IAQ Rule Go Up In Smoke?" 

Hearing on OSHA's Proposed Rulemaking on Indoor Air 
Quality -- PM U.S.A. (Docket #51), Constangy, Brooks & Smith 
(Docket #74) 

RJ Reynolds Correspondence 
PM Press Briefing re OSHA -19 September 
OSHA Proposed Rule -- Talking Points 
Order Extending Post Hearing Comment Period 
Risk Assessment "Game Plan" 

A Toxicologist's View of OSHA's "Notice of Proposed 
Rulemaking on Indoor Air Quality" 

Order Denying Motions to Disqualify the Written PM Testimony 
and all Cross Examination Performed by PM's Representatives 
PM U.S.A. Statement/OSHA 
OSHA Extension 


OSHA 

Economic Impact 

Hospitality - U.S. Economic Impact Studies 

Statement of Biff Naylor National Restaurant Association OSHA 
Indoor Air Quality Hearing 10/24/94 


ETS 

Workplace 

Americans with Disabilities Act 

The Americans with Disabilities Act 
The Americans with Disabilities Act of 1990 
Harmer v. Virginia Power U.S. District Court, E.D. V.A. 
Workplace 
Privacy • 

St. Louis Univ. Public Law Review, Volume XIII, #2, 1994 

Workplace 
Privacy Issues 

Off Limits -- Off-the-job Privacy Still Exists for Most Workers, but 
Two in Five Give Employers Less then Top Marks 
Privacy: News & Views 
Observer "No Smoke without Firings" 

The Philadelphia Inquirer "When Employers Start Getting 
Personal" 

USA Today "Workers: No Testing Please" 

The Wirthlin Report "Privacy Issues Are Public Concern" 

Social Issues "If you Light Up on Sunday, Don't Come in On 
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Monday" 

Time "Busybodies & Crybabies" 

"Whose Business is it Anyway?" 

St. Petersburg Times "Government Can Deny Smokers Jobs" 

Workplace 

Restrictions vs. Consumption/Sales 

A Review of the Literature on the Effects of Workplace Smoking 
Restrictions on Cigarette Consumption Patterns and Sales 

Workplace 

Workplace Productivity 

Workplace Smoking Bans can Decrease Worker Productivity 
Determinants of Employee Absenteeism 
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WorkplacejAc commodation 

- Translation "Text of the Royal Decree" 

Belgium: Smoking in the Workplace 

Promosafe 

FEB Bulletin 

Workplace 

Danish Accommodation Legislation 

A Bill on No-Smoking Environments in Government Premises, 
Public Transport etc. 

Workplace'Guidelines (see attached list #2) 

Workplace - Danish Henry "A Guide to Smoking in Workplace 
Workplace - Hong Kong Manager Article 
PM Policy Guidelines 

Switzerland - Employers Organization Guide 
U.K. PM Europe S.A. Ad 

White Paper - Smoking in the Workplace - A Review of Scientific and 
Technical Issues 

White Paper - Workplace Smoking Options 



ETS 

ACCOMMODATION 

Accommodation - Legislative Language 

Regulation of Smoking 

Guidelines for Drafting Smoking Accommodation Legislation 
Accommodations - White Paper 

Accommodations in the Hospitality Industry 

Accommodation Programs 

The Accommodation Program - Media Overview and Ads 

The Accommodation Program - Media Overview Chart 
The Accommodation Program - 1994 Newsclips 
The Accommodation Program - Ads 
The Accommodation Program - Program Materials 
The Accommodation Program 

The Accommodation Program - Issues in the News 
The Accommodation Program - "The Sign of the Times" 

Accommodation Programs 

Chile - Courtesy of Choice 

International Hotel Association (IHA) - Program Materials 
International Hotel Association (IHA) - Program Materials - Media 
Clips 
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Accommodation Programs 
International Ho-Re-Ca 

program materials 

Accommodation Programs 

RJ Reynolds "Working it Out Together" 

ETS 

Issues Advertising Campaigns 

PM Ad Campaign "Were You Misled" 

PM Ad Campaign "Here We Stand" 

RJ Reynolds "Together We Can Work It Out" 

ETS 

Tolerance Campaigns 

(CDIT) Centre de Documentation et d'lnformation Serle Tabac 

Courtesy Campaigns Materials 
Denmark "Sharing the Peacepipe" Campaigns Materials 

ETS 

Tolerance Campaigns 

Finland Amer-Tabac - Campaigns Materials 

Japan - Smokin' Clean - Campaigns Materials 

National Smoker's Alliance Ad Campaign (NSA) - Campaigns 

Materials 

Netherlands - Bureau Voorlchting Tabak - Campaigns Materials 
PM U.S.A. - Essay Contest - Liberty - Campaigns Materials 

ETS 

Tolerance Campaigns 

PM Europe S.A. Phase I - Campaigns Materials 

ETS 

Tolerance Campaigns 

PM Europe S.A. Phase II - Campaigns Materials 
Rothman's "Freedom" Campaign - articles 
Sweden Svenskatobak AB - Campaigns Materials 
Switzerland - Swiss Cigarette Manufacturers Ask - Campaigns 
Materials 


ETS 

(IARC) International Agency for Research on Cancer 
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